NO GOOGLE GLASS. 


In an attempt to keep cyborg takeover confined to the fictional world for as long 

as humanly possible, this establishment has a NO GOOGLE GLASS policy. If you are 

wearing a Google Glass, or any other face-mounted recording device, you will be asked 
to remove the device, or to leave the premises. Thank you for your cooperation. 


For more information: 


No Borg 

No Skynet 
No Cylons 
No Replikants 


